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MR.  CHAIRMAN  AND  MEMBERS, 

I have  the  honour  to  present  the  Annual  Report  for  the  year  I964, 

Faithfully  yours, 

JOHN  L.  DAVIES. 


VITAL  STATISTICS 


LIVE  BIRTHS 

' England  & 

M. 

P. 

Total  1963  Wal 

es  1964 

Legitimate  . . 

71 

37 

108 

87 

Illegitimate  ..  ••  ..  .. 

6 

6 

lA 

111 

CRUDE  LIVE  BIRTH  RATE  par  1,000  population 

18.3 

15.7 

ILLEGITIMATE  LIVE  BIRTHS  1.1%  of  Total  Live  Births 

6.5 

CORRECTED  LIVE  BIRTH  RATE  per  1,000  population 

(Comparahility  factor  1.10) 

20.1 

17.3 

18.4 

STILL  BIRTHS 

/ 

Legitimate . . 

3 

2 

5 

4 

Illegitimate  

0 

0 

0 

0 

TOTAL  

1 

I 

I 

I 

STILL  BIRTH  RATE  per  1,000  live  and 

still  hirtha 

41.0 

41.2 

16.4 

TOTAL  LIVE  AND  STILL  BIRTHS 

77 

45 

122 

97 

TOTAL  DEATHS  PRCM  ALL  CAUSES 

38 

30 

68 

76 

DEATH  RATE  per  1,000  population 

ALL  CAUSES 

10.6 

12.8 

CORRECTED  DEATH  RATE  per  1,000  population 

( CcMnparability  factor  O.9I) 

9.7 

11.6 

11.3 

INFANT  DEATHS  (under  1 year) 

Legitimate  ..  ..  ..  .. 

4 

3 

7 

0 

Illegitimate  

0 

1 

1 

1 

TOTAL  

i 

I 

F 

1 

INFANT  MORTALITY  RATE  per  1,000  Live  Births 

Legitimate  

64.8 

Nil 

Illegitimate  

111.1 

166.7 

TCT/iHi 

68.4 

10.8 

20.0 

NEO-NATAL  DEATHS  (under  4 weeks) 

3 

0 

3 

1 

EARLY  NEO-NATAL  DEATHS  (under  1 week) 

3 

2 

5 

1 

NEO-NATAL  MORTALITY  RATE  per  1,000 

Live  Births 

51.3 

10.8 

13.8 

EARLY  NEO-NATAL  MORTALITY  RATE 

per  1,000  Live  Births 

42.7 

10.8 
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Vital  Statistics  (Cont’d. ) 


Mi 

England  & 

V/ales  1964 

PERINATAL  MORTALITY  RATE  ( still 
births  and  deaths  under 

1 week  per  1,000  live 
and  still  births) 

82.0 

51.5 

28.2 

MATERNAL  DEATHS  (including 

abortion) 

Nil 

Nil 

MATERNAL  MORTALITY  RATE  per 1,000 

Live  and  Still  Bxrtlis 

Nil 

Nil 
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NOTIFICATIONS  OF  INFECTIOUS  DISEASES. 

Respiratory  Tuberculosis  1 Male  a^ed  36  years. 

Non-Res pi rat or y Tuberculosis  1 Female  aged  62  years. 
Measles  1 Male  aged  6 years. 

Whooping  Cough  , 1 Male  aged  10  years. 


PuerperaJ  Pyrexia 1 

The  abo"i  were  the  only  infectious  diseases  notified  in  1964» 
IIliUNISATION  AND  VACCINATION 

I am  indebted  to  the  County  Medical  Officer  for  the  following 
figures  for  inmuni sat ions  and  vaccinations  carried  out  in  Bradford  on 
Avon  in  19648- 

IMMUNISATION 


Year  of  Birth 

1964 

1963 

1962 

1961 

i960 

1955-59 

1950-54 

Primary  imms. 

completed 

Diph. 

27 

39 

4 

1 

1 

2 

- 

V/h/c 

24 

34 

4 

- 

1 

1 

- 

uuring  I704 

Tet. 

27 

39 

4 

1 

1 

3 

1 

Re inf . 

injects. 

administered 

during  I964 

Diph. 

- 

5 

26 

4 

2 

30 

- 

\'lh/c 

- 

5 

22 

3 

- 

1 

- 

CD 

• 

5 

26 

4 

2 

16  1 

. _ 
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SMALLPOX  VACCINATION 


Months 

6-9 

9-12 

j 

1 

Years 

15  and  over 

Age  Group 

0-3 

3-6 

2-4 

5-14 

Vaccinations 

1 

2 

5 

7 

1 

1 

2 

Re-vaccinations 

- 

- 

- 

1 . - 1 ■ . 1 ■ 1. . 

- 

- 

6 

COMFLETBL  POJJQMYELITIS  IMMUITISATIOUS  DURIIJG  I964 


Age  Group 

2r.d  i :i;i . 

3rd  inj. 

4th  inj . 

3 oral 
doses 

3rd  oral 
after  2 
injs. 

4th  oral 
after  2 
injs.  + 

1 oral 
dose. 

4th  oral 
after  3 
injs.  or 

3 oral 

Children  born 
in  1964 

mm 

8 

mm 

Children  bom 
in  1963 

4 

38 

mm 

Children  born 
in  1962 

1 

11 

— 

Children  born 
in  1961 

— 

^ 4 

1 

1 

— 

Children  and  young 
persons  born  1943- 

1960 

15 

1 

36 

Young  persons 
born  1933-1942 

— 

— 

1 

1 

— 

— 

— 

Others 

i 

1. 

1 

- 

2 

- 

- 

1 

TOTALS 

r 

! 4 

1 

1 

2 

1 

1 

« 

j 79 

1 

2 

1 

37 
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GENERAL  PROVISION  OP  HEALTH  SERVICES  IN  THE  ABEA 


Laboratory  Facilities 

The  Public  Health  Laboratory  at  the  Manor  Hospital , Combe  Park»  Bath) 
carries  out  all  bacteriological  examination  of  milk)  ice-cream  and  other 
foods.  Messrs.  Waterfall  & O'Brien  of  Queen's  Square)  Bristol)  act  as 
Consulting  Analysts  to  the  Council. 

Hospital  Facilities 

These  are  the  responsibility  of  the  South  Western  Regional  Hospital 

Board. 

The  Bradford  on  Avon  District  Hospital  continues  to  be  available  for 
general  cases  whilst  many  of  the  residents  can)  and  dO)  avail  themselves 
of  hospital  facilities  in  Bath. 

The  BerryfieM  Maternity  Hospital)  Bradford  on  Avon,  is  used  both 
for  local  cases  and  cases  frcxn  the  West  Wilts  Hospitals  Management  Committee' s 
area. 

Claverton  Hospital,  Bath,  is  the  main  Hospital  for  infectious 
diseases  for  a wide  area  and  all  serious  ones,  Poliomyelitis,  for  example, 
are  admitted  directly  there. 

Other  Facilities 

(1)  Home  Helps:  The  County  Council  Homo  Help  Service  gives  great 

assistance  in  cases  of  acute  illness,  and  even 
more  in  giving  assistance  in  the  homes  of  aged 
persons. 

(2)  Nursing  in  One  midwife  and  one  nurse  are  available  for  the 

the  Home:  nursing  of  expectant  mothers  and  the  sick  in  the 

home. 

(3)  In  addition  to  the  above,  the  V/ilts.  County  Council  also  provide 
for  the  following  services  in  the  area: 

Mental  Health. 

Services  under  part  III  of  the  National  Health 
Service  Act  for  the  prevention  of  illness, 
care  and  after  care,  health  education. 

Ambulances  and  Ambulance  Cars. 

Health  Visiting. 

Child  Welfare. 

Vaccination  and  Immunisation. 

NATIONAL  ASSISTANCE  ACT.  1948  and  1951 
No  action  had  to  be  taken  under  Section  47  during  the  year. 
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WATER  SUPPLY 


On  the  1st  July,  1964?  the  North  Wilts.  Water  Board  assumed 
responsibility  for  Bradford's  water  supply  in  place  of  the  Urban 
District  Council. 

The  rapid  growth  of  the  town  in  recent  years  and  the  increased 
use  of  water  for  both  domestic  and  industrial  purposes  has  necessitated 
a water  supply  from  outside  the  area,  in  addition  to  the  supply  from 
the  shallow  well  at  Avoncliff,  which  has  in  the  past  provided  the 
bulk  of  the  town' s water  supply.  A new  chlorinator  has  been  installed 
by  the  North  V/ilts.  Water  Board  at  the  Avoncliff  well. 

Chemical  Analysis 


Physical  Examination 

Appearance 


General  Chemical  Examination 

Reaction  pH 


Main  Station  Sub-Station 


Clear,  colourless 
No  sediment. 
Slight  chlorine 
smell . 


Clear,  colourless 
No  sediment. 

No  smell. 


7.2  7.1 


Parts  per  Million 


Free  Carbon  Dioxide 


CO2  * 


Ammonia  (as  N) 

Free 

Albuminoid 

Chlorine  (as  Chlorides) 

equivalent  to  Sodium  Chloride 
Oxygen  absorbed  (4  hrs. ) 

Nitrogen  in  Nitrite 
Nitrogen  in  Nitrate 
Total  Solids 
Loss  on  ignition 
Appearance  on  ignition 


Hardness! 


Temporary 

Permanent 

Total 


Free  Chlorine 


19 

0.023 

0.021 

23.5 

39 

0.37 

absent 

4.3 

428 

13 

Very  slight  charring. 

253 

_21 

328 

0.68 


44 

0.020 

0.026 

149 

247 

0.79 

absent 

3.6 

728 

33 

Slight  charring 
and  odour. 

283 

105 

388 

Absent . 


* Sample  bottle  not  full- 
CO2  figure  probably  low. 


Sample  bottle  not 
quite  full. 

J.  L.  DAVIES,  M.B.,  B.S. , 

D.P.H. 
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AMUAL  REPORT  OF  THE  PUBLIC  HEAlffH  INSPECTOR 

FOR  THE  YEAR  1964 

To  the  Chairman  and  Members  of  the  Bradford  on  Avon  Urban  District  Council 
Mr.  Chairman,  Ladies  and  Gentlemen, 

I present  herewith  my  report  for  1964* 

There  were  three  main  events  of  note  which  occurred  during  this  year 
in  the  Public  Health  field.  The  first  was  the  transference  of  the  water 
supply  undertaking  from  the  Council  to  the  North  Wilts  Water  Board,  who 
had  indicated  that  new  capital  v/orks  were  envisaged  which  would  result 
in  the  discontinuation  of  both  the  existing  Avoncliff  sources,  and 
replacing  them  with  water  from  new  sources  in  the  Malmesbury  area. 

The  second  event  I would  like  to  refer  to,  was  the  decision  to 
implement  the  Paper  Sack  system  of  refuse  collection  throughout  the 
town,  over  a period  to  be  determined,  and  in  my  view,  this  action 
comprised  a big  step  forward  in  the  hygienic  approach  to  the  collection 
of  household  waste. 

Thirdly,  it  gives  me  pleasure  to  record  the  completion  of  the 
reconstruction  of  the  Sewage  Disposal  Works  to  modern  standards,  giving 
a high  degree  of  purification,  which  will  result,  I am  sure,  in 
satisfactory  effluent  results. 

Housing  progress  was  maintained  by  the  continuing  construction, 
throughout  the  year,  of  Phase  III  of  the  Trowbridge  Road  developnent. 

This  site  includes  48  two-bedroom  bungalows,  many  of  which  will  be 
used  to  rehouse  tenants  from  under-occupied  three-bedroom  houses,  and 
will  do  much  to  better-balance  the  Council’s  stock  of  dwellings,  which 
this  phase  will  increase  to  672.  Plans  for  the  redevelopment  of  the 
St.  Margaret's  Hill  area  continued  to  receive  consideration,  but  it 
is  evident  that  this  v/ill  prove  an  expensive  site  to  develop  in  the 
required  character,  and  economies  are  being  considered. 

My  thanks  are  once  again  due  to  both  members  and  staff  of  the 
Council  for  the  help  and  co-operation  they  have  continued  to  afford  me. 

Faithfully  yours, 

C.H,  HOLSGROVE. 

Public  Health  Inspector. 
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PUBLIC  CLEANSING 


Refuse  Collection 


By  the  end  of  this  year,  some  330  houses  in  the  town  were 
equipped  with  paper  sack  head  units.  This  figure  includes  private  eind 
Council-owned  dwellings,  and  it  is  quite  apparent  at  this  stage,  that 
the  system  has  "been  well  received  hy  both  householders  and  collection 
staff.  Because  the  whole  district  is  collected  once  weekly  at  kerhside, 
using  only  one  vehicle  and  crew,  recent  increased  housing  development 
has  imposed  a severe  strain  on  the  collection  rota, hut  as  the  sack  systan 
is  increased,  the  saving-in-time  advantage  it  has  over  traditional 
methods,  will  undoubtedly  restore  the  position. 

Refuse  Disposal 

Disposal  of  household  refuse  was  continued  in  the  same  area, 
and  the  ususl  high  standard  of  control  exercised  by  the  attendant  was 
maintained.  Nevertheless,  the  tip  face  is  gradually  spreading  nearer  to 
existing  houses,  and  the  new  development  at  Trowbridge  Road  Phase  III 
is  bringing  further  dwellings  into  an  area  v/here  possible  nuisances  may 
arise,  and  a few  complaints  have,  in  fact,  already  been  received.  The 
tipping  of  waste  rubber  items  by  a local  firm  is  another  factor  which 
aggravates  this  position. 

SALVAGE 

A power  baler  was  purchased  and  installed,  but  because 
housing  development  had  increased  collection  time,  and  correspondingly 
reduced  time  available  for  salvage  baling,  the  increase  in  production 
of  salvage  v;as  not  as  high  as  expected.  The  amount  of  waste  paper  and 
cardboard  dispatched  to  the  Mills  during  the  year  was  8 tons  11  cwts. 

SEWAGE  DISPOSAL 

As  has  already  been  mentioned,  the  reconstruction  of  the 
works  was  completed,  and  the  following  satisfactory  effluent  analysis 
was  obtained  shortly  after  the  works  were  fully  commissioned. 

Examination  of  Effluent  sampled  on  Tuesday,  10th 

November,  1964  at  14.00  hours 

Recent  weather  Dry 

Physical  Characteristics  ph  7*3 

Clear,  colourlessi  some  suspended  matter  present.  No  smell. 

Chemical  Characteristics  mg.  per  litre  (p.p.m. ) 

Biochemical  oxygen  demand  in  5 days 

at  20°C. 


Suspended  solids 
Chloride  radical 
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31 

20 

182 


SVCMiillNG  BATH 


Use  of  the  Council's  swimming  bath  continued  with  satisfactory 
results  on  the  same  pattern  as  previous  years.  Chlorine  and  pH  readings 
are  taken  twice  daily  and  registered,  and  this  has  once  again  proved 
a reliable  method  of  control  on  the  sterility  of  the  water.  During 
this  year,  the  Council  decided  to  give  consideration  to  a scheme  to 
enlarge  and  improve  the  baths,  and  plans  for  this  were  in  course  of 
preparation  at  the  end  of  the  year. 

HOUSING 


I have  already  commented  on  the  Council's  housing  programme 
for  the  year.  One  feature  which  would  not  be  apparent  from  the  bare 
figures  given  in  this  or  previous  reports,  is,  I think,  worthy  of 
note.  This  relates  to  the  large  number  of  old  houses  in  the  town 
(many  of  which  were  programmed  for  future  action)  which  have  been 
bought  and  reconditioned  privately.  I feel  sure  this  trend  will  be 
emphasized  when  the  Housing  Act  programme  is  revised  at  the  end  of 

1965. 

Number  of  houses  classified  as  unfit s- 


Demolition  Orders Nil 

Closing  Orders 1 

Undertakings  accepted ^ 

4 

Number  of  Closing  Orders 

cancelled  or  rescinded 2 

Number  of  Undertakings 

cancelled  or  rescinded 11 

Number  of  Demolition 
Orders  cancelled .1 

14 

Houses  built  during  the  year 

By  the  Council 18 

By  private  enterprise 133 

Improvemenx  Grants  approved 

Discretionary 15 

Standard 9 


FOOD 

Mi3k 

Milk  sampling  continued  as  a delegated  function  for  the  County 
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Passed 

Prescribed  Tests 


Failed 

Prescribed  Tests 


Ccuncil,  with  the  following  result ss- 


Grade 

Sterilized  3 Nil 

Tuberculin  Tested  (Pasteurised)  29  Nil 

Channel  Island  (Pasteurised)  21  Nil 

Total  Samples  taken 53 

Number  of  Licenced  dealers .7 


All  dealers  obtain  their  milk  pre-packed  from  plants  in  other 
districts. 


Ice  Cream 

Number  of  premises  registered  for  the  storage 
and  sale  of  ice  cream.,... 27 

Results  of  Sampling 

Grade  I Grade  II  Grade  III  Grade  IV 

Number  of  Samples 

taken 48  3 Nil  Nil 


Water 

Of  eleven  samples  taken,  only  one  was  unsatisfactory,  and  this 
was  found  to  have  been  caused  by  a breakdown  in  the  chlorinating  apparatus. 
As  a result  of  this,  the  Water  Board  installed  a new  chlorinator  at  the 
pumping  station. 

Food  Hygiene  Regulations  19^0 

Routine  inspections  were  maintained,  and  there  was  once  again 
no  need  to  resort  to  formal  action  under  these  Regulations  in  any  cases 
where  works  were  required. 

RODENT  CONTROL 

45  domestic  premises  were  treated  for  infestations  of  rats  or 
mice,  necessitating  211  visits  to  provide  effective  clearance.  The 
corresponding  figures  for  business  premises  are  21  premises  treated  by 
194  visits. 

Sewer  treatments  were  carried  out  as  in  the  past,  with  good 
results,  and  satisfactory  control  was  also  maintained  at  the  refuse  tip. 
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ATMOSPHERIC  POLLUTI ON 


The  complaints  referred  to  in  last  year* s report  of  rubber 
dust  emission  from  a centrally  situated  factory,  continued  to  be  a 
source  of  concern,  but  by  the  end  of  the  year  a nev/  extractor 
system,  especially  designed  for  the  purpose,  was  in  course  of 
construction  at  the  plant.  There  have  been  no  other  instances  of 
pollution  in  the  area,  except  for  some  complaints  I have  previously 
referred  to,  of  smoke  and  smuts  from  the  tip. 

DISEASES  OF  ANIMALS  (V/ASTE  FOOD)  ORDER  1957 


No.  of  premises  licenced 3 

No.  of  breaches  of  order Nil 


Once  again,  the  premises  licenced  to  boil  swill,  operated 
throughout  the  year  without  giving  rise  to  any  nuisances. 

PET  ANIMALS  ACT 

There  is  one  premises  only  licenced  under  this  Act,  and  this 
operated  satisfactorily  throughout  the  year. 

OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 

Registration  of  premises  affected  by  this  Act  took  place 
during  the  year,  and  most  of  them  had,  in  fact,  registered  by  the 
end  of  the  year.  A number  of  the  provisions  do  not  come  into  force 
until  later,  and  mainly  due  to  staff  difficulties,  no  inspections 
have  been  made  during  the  year. 

CFITCES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 

TABLE  A - REGISTRATIONS  AND  GENERAL  INSPECTIONS 

Period  covered?  Year  19^4 


Class  of  premises  i 

i 

1 

1 

i 

Clumber  of  premises 
registered  during 
the  year 

Total  number  of 
registered  premises 
at  end  of  year 

Number  of 
registered 
premises 
receiving  a 
general 
inspection 
during  the 
year 

(l) 

(2) 

(3) 

(4) 

Offices 

11 

11 

Nil 

Retail  shops 

39 

39 

Nil 

V/holesale  shops. 

warehouses 

2 

2 

Nil 

Catering  establishments 

open  to  the  public. 

canteens 

— 

- 

Nil 

Fuel  Storage  depots 

■— 

Nil 

Totals 

52 

52 

Nil 
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FACTORIES  AlTD  WORKSHOPS 


(l)  INSPECTIONS  for  purposes  of  provisions  as  to  health. 


Premises 

(1) 


t Number 

1 

Register 

(2) 


Inspections 

(3) 


Number  of: 
Written  Occupiers 

Notices  Prosecuted 

(4)  (5) 


(i)  Factories  in 
which  Sections 
1,2, 3, 4,  & 6 
are  to  be 
enforced  by 
Local 

Authorities. 

(ii)  Factories  not 
included  in 
(i)  in  which 
Section  7 is 
enforced  by 
Local  Authority 

(iii)  Other  premises 
in  which 
Section  7 is 
enforced  by  the 
Local  Authority 
(excluding  out- 
workers' 
premises). 


8 


19 


31 


Total 


27 


46 
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FACTORIES  m)  WORKSHOPS  (Cont’d.) 


(2)  Cases  in  which  DEFECTS  were  found 


No.-  cases  in  which  defects  found 

No.  of  cases  in 

Particulars 

(1) 

Pound 

(2) 

Remedied 

(3) 

Refer 
to  H.M, 
Inspector 
(4) 

red 

by  H.M. 
Inspector 

(5) 

which  prosecutions 
were  instituted 

(6) 

Want  of  cleanliness 

(S.1) 

1 

1 

— 

— 

— 

Overcrowding  (S.2) 
Unreasonable 

• 

— 

temperature  (S.3) 
Inadequate 

— 

— 

— 

ventilation  (S.4) 
Ineffective  drainage 

1 

1 

— 

— 

of  floors  (S.6) 
Sanitary 

conveniences  (S.?) 

(a)  Insufficient 

(b)  Unsuitable  or 
defective 

1 

1 

- 

- 

- 

(c)  Not  separate 
for  sexes 

Other  offences 
against  the  Act 

(not  including 
offences  relating 
to  outwork) 

Total 

3 

3 

i 

- 

- 
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OUTWORK 


(Sections  110  and  111) 


Nature  of  V/ork 

(1) 

No.  of  out- 

workers in 
^ August  lis : 

required 

by  Section 

100  (l)(s) 

No.  of  cases 

--  of 

^ default 

in  sending 

lists  to 

Council 

No.  of 

prosecutions 

for 

failure  to 

supply  lists 

No.  of 

^ instances 

^ of  work  in 

unwholesome 

conditions 

^ Notices 

served 

Prosecutions 

-j 

V/earing  apparel  - 

making,  etc.,  cleaning 

2 

••• 

and  washing. 

Household  Linen. 

— 

Lace,  lace  curtains 

and  nets. 

Curtains  and  furniture 

hangings . 

— 

Furniture  and 

upholstery. 

— 

Electro-plate. 

_ 

Pile  making. 

— 

Brass  and  brass 

articles. 

_ 

Pur  pulling. 

Iron  and  steel  cables 

and  chains. 

Iron  and  steel  anchors 

and  grapnels. 

_ 

Cart  gear. 

Locks,  latches  & keys. 

_ 

Umbrellas  etc. 

■ 

Artificial  flowers. 

Nets  other  than  wire 

nets. 

Tents. 

Sacks. 

Racquets  and  tennis 

balls. 

Paper  bags. 

•• 

Making  of  boxes  or 

receptacles  - paper. 

Brush  making. 

— 

Pea  f)i eking. 

- 

- 

- 

- 

- 

- 

Totals  carried  fwd. 

2 

- 

- 

- 

- 

- 
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OUTWORK  ( Cont inue  d ) 


(1) 

(2). 

(3) 

(4) 

(5) 

(6) 

(7) 

Totalis  brought  fwd. 

2 

. 

Feather  sorting. 

Carding,  etc.  of 

buttons,  etc. 

Stuffed  toys. 

— 

* 

Basket  making. 

Chocolates  and 

sv/eetmeats. 

— 

* 

Cosaques,  Christmas 

stockings,  etc. 

— 

.. 

Textile  weaving. 

— 

— 

— 

Lampshades. 

* 

— 

— 

TOTAL 

2 

- 

- 

- 

- 

- 

C.  M.  HOLSGROVE 


PuUlic  Health  Inspector. 
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